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TABLE 6-1 Continued

Inorganic Compounds
(lag/dm3)

Sampling
Point

Cr

Pb______Hg

Se

Biofilter

humus tank

effluent
Lime

treatment
Quality

equalization
Ammonia

stripping
Bicarbonation
Sand

filtration
Chlorine

disinfection
Active carbon

adsorption
Final

treatment

<50

<100    1.5

<25

<50

<100

<25

Standards for drinking water

South

African

Bureau of

Standards 50
World

Health

Organi-
zation NS
U.S.

Environ-
mental

Protection

Agency 50
Federal

Republic of

Germany

(1975)         50

150

100

50

40

NS

NS

10

10

NS

NS

50

NS